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Message Text 



LIMITED OFFICIAL USE 

PAGE 01 OTTAWA 04754 191827Z 

64 

ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO OC-05 CCO-OO /023 W 

102348 

R 191713Z DEC 75 
FM AMEMBASSY OTTAWA 
TO SECSTATE WASHDC 8360 



LIMITED OFFICIAL USE OTTAWA 4754 

E.O. 11652: N/A 
TAGS: ASEC 

SUB J : DESKON II MALFUNCTION 

SOON AFTER OC TECH'S DEPARTURE FROM OTTAWA, THE DESKON II 
REMOTE MIKE AT MSG POST AGAIN MALFUNCTIONED. CAUSE 
MIGHT BE THE INTERCOM SWITCH. WILL APPRECIATE REPAIR OR 
REPLACEMENT SOONEST. PORTER 
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